To:  ian.bruce@westonsolutions.com[ian.  bruce@westonsolutions.com]; 

Brad.  Morgan@WestonSolutions.com[Brad.  Morgan@WestonSolutions.com]; 
t.  a.  walzer@westonsolutions.com[t.a.  walzer@westonsolutions.com]; 
ping. wang@westonsolutions.com[ping. wang@westonsolutions.com];  Nattis, 

Randy[Nattis.  Randy@epa.gov]; 

jonathan.colomb@westonsolutions. co  m[jonathan. colomb@westonsoiutions.com]; 
Janine.Latham@WestonSolutions.com[Janine.  Latham@WestonSolutions.com] 

From:  ERT  Software  Support 

Sent:  Mon  8/17/2015  8:1 1:23  PM 

Subject:  Scribe.NET:  R9  Gold  King  Mine  Blowout  (ProjectID:  2640)  Published. 

Aug  17  2015  4:09PM:  Using  Publisher  ID  "USEPA  Region  9",  QuiviraTechnicalSupport  (Weston 
Solutions|9729771684|ping. wang@westonsolutions.com)  published  Version  18  of  "R9  Gold  King  Mine 
Blowout"  (ProjectID:  2640). 
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